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1. The viaduct near LISDU’iiMRG (ii 53/V 31), on the XDEK IG d w U S TER - 
IIAUSiir (II 53A 02) - GKUKOj (H 53A 26) railroad line, has 
heen rebuilt and was opened to traffic on 25 August 1949 

(see Annex), 

2, Technical data: 


Length; 80 n 

Clearance above ground; 14 m 

Load capacity: 20 tons of axle pressure. 


3. 


25X1 C 


The xLCL'UIG 3;/UUTi UIIA C312H - GRUBOVf railroad line may now be 
operated over its entire length. Traffic: 32 pairs of trains 
within 24 hours. 



Comment: 


The KCCmIG o/flJU U8IH - GRUKO.V railroad line eases the traf- 
fic burden on the BERLIN junction and the BL'RLXIi - PS.U5KP0SI/ 
Oder line. 


1 Annex: Viaduct near UKBLEBL’GG. 
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